USER MANUAL - QUICK START GUIDE [EN, FR, DE, ES] 


1 Package contents. 


e User manual (1x) 
e PineTime (1x) 
e PineTime charging cradie (1x) 


2 Cautions 
Before using the device please read this manual carefully. 
Notes for safe operation: 
e The PineTime should be charged using a SW (1A SV) power adapter. Charging at a higher 
voltage may resuit in damage. 
Charge the PineTime only using the included cradle. 
e The device should never be operated with an external temperature lower than -20°C or higher 
than 40°C. 
Do not disassemble the PineTime. it is sealed using a compound to keep it water resistant. 
Do nat puncture, disassemble, strike or squeeze the battery. Old batteries need to be disposed of 


© Comply with local regulation pertaining to using mobile devices. This extends to and includes use 
of the device in public spaces, when operating motor vehicles and heavy machinery. 


2.1 Recycling of components and batteries 
Recycting of the PineTime or its components should be done according to local regulation. This may 
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Please consutt local legisiation for details. 


Batteries should never, under any circumstances, be disposed of with general household waste. 
The end user is legally obliged to return used batteries. Batteries can be returned to us to be disposed of. 
The batteries are to be returned to the sender - for more information contact us on info@pine64.org. 


3 Getting started 


Peel the protective film from the face 
and back of the PineTime. Place it in a 
its charging cradle so that the 
charging port on the back of the i 
device and corresponding pins on the ; 
cradle line up (3). The watch should SI 
snap firmly into place using magnets 
embedded in the cradle. 


a 


y 
Read 
Wor 
a 
sete 

renee praia Say 
* a 
rai 
by 

Be sncetye 
br 
$e 


Connect the USB cord into a socket 
delivering 5W (1A 5V) - a USB 3.0 
port on a laptop is an ideal source of 
power for the PineTime. The Nitto estes eater etal ~ ei ele ead 


PineTime should boot instantly and | 7 a P 
display charging status. The watch ; = 
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can be manually power cycled by 
holding down the power button (1). 


Remove the PineTime when fully 
charged. 


Your PineTime is pre-programmed with an open firmware called InfiniTime. It provides all the 
poset of your new smartwatch: watch faces, stop watch, step counting, heart rate monitoring and 


More functionality becomes available once you pair your smartwatch to a Bluetooth Low Energy( BLE) 
capable device such as smartphones or computers. The PineTime can run alternative open firmware(s) 
too; for more information please read following articles: 
hitps:/Awiki.pine64.org/wiki/Switching_your_PineTime_between_infiniTime_and_Wasp-os 
https:/Awiki.pine64.org/wiki/Pine Time_Development 


3.1 Pairing with an Android, Linux or iOS device 


The PineTime running InfiniTime can be paired with a wide range of devices, notably also the PinePhone. 


To pair the PineTime with a smartphone or computer you'll need a companion app. Every major mobile 
platform has a companion app that supports the PineTime. Here are some some examples: 


- Gadgetbridge (https:/igadgethridge.org/) on Android 

- Amaztfish (https://github.com/piggz/harbour-amazfish) on Linux (desktop and mobile) 
- Sigto (https://github.com/alexr4535/siglo) also on Linux (desktop and mobile) 

- NRFConnect on Android and iOS also provides a limited set of functionalities 


These are just a few of the options at your disposal. For a complete list please see the Wiki: 
https:/Awiki.pine64. org/wiki/Pine Time#Companion_Apps 


Companion apps open a wide range of functions, including: heart rate tracking using PineTime's HR 
monitor (4), displaying music controls on the LCD (2), turn-by-turn navigation on the LCD, notifications of 
incoming calls and text messages as well as email and chat notifications, just to name a few. 


3.2 Updating the firmware 

To update your firmware you need for the PineTime to be connected via BLE to a device with an 
infiniTime companion app installed. Each platform and companion app have a different process that 
needs to be followed to successfully update InfiniTime. The process usually involves downloading the 
newest firmware onto the device running the companion app and initiating the Over the Air (OTA) update 
from the user interface. 


Newest releases and pre-releases of infinitime repository: https://github.com/JFO02/infiniTime/releases/ 


4 Hardware 


Detailed specifications including schematics can be found on our Wiki: 
https:/wiki.pine64. org/wiki/Pine Time#Datasheets_and_Schematics 


Dimensions: 37.5 x 40 x 1imm 
Weight: 38 grams 
IP Rating: IP67 (waterproof to 1 meter) 


o Size: 1.3 inches (33mm) diagonal 
o Type: IPS capacitive touchscreen, RGB 65K colors 
o Display Controller: ST7789 
o Resolution: 240x240 pixels 
e System on Chip: Nordic Semiconductor nRF52832 
o Flash: 512KB with additional 4MB SP! NOR 
o RAM: 64KB 
Bluetooth: 5.0 (including Bluetooth Low Energy) 
Sensors: Accelerometer, Heart rate sensor 
Feedback: Vibration motor 
Battery: 170-180mAh 3.8V LiPo 


5 Regulatory compliance 
The PineTime is CE and FCC certified. 


6 Documentation and contact information 


. Detailed hardware and software documentation can be located on our Wiki (wiki.pine64.org). 
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